Illuminated acrylic sign 

Founded in 1977, Architectural Plastics has built a reputation as an industry leader in 
plastic design and plastic fabrication.&#8203; Learn more about us today led acrylic 

1299 N McDowell Blvd, 

Petaluma, 

CA 94954, 

United States 



